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H. HOBART PORTER 


President American Water Works & Electric Co., Inc., who 


plans simplification of the system’s corporate structure 
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PROGRESS BRINGS WEALTH 


HERE were only seven automobiles in 


John Brown’s home town 30 years ago, 
when John was born. A few rich men owned 
them, and the cars 
well over $2000. 


such as they were—cost 


‘Today, for much less than $1000, John has a 
car that is far better than anyone owned even 
a decade ago. In fact, for what a leading car 
cost in 1907, John can now have, besides a 
better car, other things—automatic house heat- 
ing, a radio, golf clubs. Mrs. Brown can have 
an electric refrigerator, a fur coat, and several 
new dresses. 


In the electrical industry, too, we get more for our 
money today than ever betore. Modern generating 
equipment produces electricity with halt as much 


fuel per kilowatt-hour as that required only : 
few years ago. We have better transmuissio?, 
distribution, and metering equipment—equlp- 
ment that greatly reduces installation, operating, 
and maintenance costs—and that gives us ! 
quality of electrical service far higher than that 
previously possible. So that the wealth of the 
electrical industry today 
to profit 
years ago. 


in terms of its abiliti 
is far greater than that of even tel 


To promote progress is the quickest way to ne\ 
advances and greater wealth. And the quickes, 
surest way to promote progress is to pla: e your 
orders with those manufacturers who have the 
facilities, the personnel, and the experience! 
continue this advance. 
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Faced, as the entire utility industry 


is, with an ever-increasing tax burden 
and expanding federal and state regu- 
lation, with added costs, the American 
Water Works & Electric Company, 
Inc., took a major step last week to free 
itself from the “death sentence” of the 


utility act and to place its capital struc- 
ture in such a position which will per- 
mita more direct flow of earnings from 
subsidiaries to the parent company. 

H. Hobart Porter, president, stated 
that the elimination of an intermediate 
holding company, the West Penn Elec- 
tie Company, and other corporate 
changes will result in the strengthening 
of the company’s corporate structure. 


Voluntary plan 


The voluntary plan to simplify the 
tompany’s system was filed last week 
with the Securities and Exchange 
Commission. The SEC set September 
lf for a hearing at its offices in Wash- 
ington. The move was the first of any 
utility to comply with the act, which 
provides for the elimination of all 
utility intermediate holding companies 
and the integration of operating units. 
The provisions go into effect next 
January 1, 

The plan as proposed provides for 
‘implification as follows: 


C l. By purchase by the West Penn Electric 
“mpany from West Penn Power Company 
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American Water Works & Electric 
to Simplify Corporate Structure 


Plans to eliminate West Penn Electric as intermediate holding unit — 
Move will remove company from provisions of the “death sentence” 
of utility act — Porter says proposal will strengthen company 


of 583,999 23/25 shares of common stock of 
Monongahela West Penn Public Service 
Company, constituting all outstanding com- 
mon stock except 98 2/25 shares now owned 
by American Water Works & Electric. 

2. By the redemption by West Penn Elec- 
tric of all of its securities outstanding with 
others than the applicant through funds to 
be advanced to such company by the ap- 
plicant and by the dissolution of such com- 
pany and the distribution of its assets to 
the applicant as the then owner of all of its 
outstanding securities. 

3. The purchase by Monongahela West 
Penn Public Service from Monongahela Se- 
curities Company of all the outstanding 
securities and open-account indebtedness of 
Monterey Utilities Corporation. 

4. The purchase by South Penn Power 
Company of all the property and franchises 
of its wholly owned — subsidiaries—Ayr 
Township Electric, Licking Creek Township 
Electric and Todd Township Electric Com- 
pany. 

5. The purchase by Monongahela West 
Penn Public Service from the West Penn 
Electric (prior to its dissolution) of all the 
outstanding securities and open-account in- 
debtedness of West Virginia Public Service 
Company. 


Plan bond, stock sale 


Mr. Porter said that to carry out 
the plan about $44,000,000 would be 
required to redeem securities outstand- 
ing, other than American Water 
Works, of West Penn Electric to bring 
about the dissolution of that company, 
and $7,000,000 to buy from an affili- 
ated company the common stock of 


Monongahela West Penn Public Ser- 


vice for corporate realignment pur- 


Albany, 





N. ¥.. 


Cable address: MCGRAWHILL, New York. 
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poses. American Water Works would 
obtain the funds from proceeds of the 
sale of its bonds and common stock. 

The plan has been under study since 
the company registered with the SEC 
last February, Mr. Porter said. He 
said the plan is a most constructive 
one for the company. 

It is expected that plans for simpli- 
fication of corporate structures will be 
put forward by other utilities. The 
decision in the Electric Bond & Share 
case, which comes before the courts 
this fall, is expected to carry great 
weight when utility officials decide on 
their future plans regarding the act. 


Bond & Share Files 
oo 8 
Appeal on Utility Act 

Charging that the Public Utility 
Act is a “device” which, if sustained, 
could be extended to all kinds of busi- 
ness and transactions, Electric Bond 
& Share Company and 26 affiliated 
units filed a brief this week in United 
States Circuit Court of Appeals, New 
York, seeking a review of the decision 
of the lower court in upholding pro- 
visions of the act. 

In asking a review of the decision 
of federal Judge Julian W. Mack, the 
utilities that “if this act 
should be sustained, there has been 


charged 


discovered a formula for the control 
of all business by the Federal Gov- 
ernment.” 

The suit is the test case brought by the 
SEC in November, 1935, to force the 
utility to register. Judge Mack ruled the 
provisions of the act are separable 
and upheld registration. He did not 
rule on the constitutionality of the act. 
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PWA Approves $29,863,473 Loans 


and Grants for Power Projects 


Nebraska project gets $20,096,000 for dams and transmission lines — 
Move seen as step toward purchase of private utilities by public authori- 
ties — Chattanooga and Sacramento aiso get power loans 


Loans and grants totaling $29,863,- 
473 were allotted last week by the 
Public Works Administration for the 
construction of electric power projects 
which will serve as competition with 
utilities in the form of yardsticks. 

The largest of the allotments was 
$20,096,000, consisting of an $11,- 
053,000 loan and $9,043,000 grant to 
the Tri-County project, one of three 
large public power and irrigation de- 
velopments in Nebraska. 


Chattanooga gets loan 


A $4,330,000 loan and grant was 
made to the city of Chattanooga, 
Tenn., for the construction of a munic- 
ipal distribution system. Plans are 
being made by the city to use TVA 
power. Tennessee Electric Power now 
operates in the area. 

At the same time the PWA entered 
the territory of Pacific Gas & Electric 
when it approved $4,000,000 to start 
a $12,000,000 generating and distribu- 
ting system for Sacramento, Calif. 
Twelve other loans and grants totaling 
$1,437,473 for municipal power de- 
velopments were also made by PWA. 
The small allotments were made to 
Bessemer, Mich.; Clarksville, Tenn.; 
Haigler, Neb.; Lake Crystal, Minn.; 
Las Vegas, N. M.; Morning Sun, 
Iowa; O’Fallon, Ill.; Rockport, Mo.; 
St. Francis, Kan., and Williamstown, 
Ky. 

The allotment of funds to the Ne- 
braska Public Power and Irrigation 
District for the Tri-County project 
would make possible completion of 
the Kingsley Dam, second largest 
earth dam in the world; construction 
of Jeffrey Canyon and Johnson Can- 
yon power plants, and erection of 
transmission lines. Work was started 
under a previous $10,000,000 PWA 
grant. 

It was pointed out that the Tri- 
County project would be connected 
with other public power developments 
on the Loup and Platte Rivers to 
transmit energy from the middle and 
western parts of the state to the more 
populous east. 
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Recently a scheme had been dis- 
cussed whereby New York bankers 
would finance a $100,000,000 deal for 
the purchase of private utilities by 
public authorities. 


Plants not “‘yardsticks” 


The fact that the Nebraska projects 
are subsidized and have tax privileges 
eliminates them as a “yardstick” for 
electric rates, in the opinion of utility 
officials. The projects enjoy subsidies 
like the TVA. 

The TVA has been pressing Chat- 
tanooga to take its power, although 
the city is now adequately served. 
Litigation must be settled before the 
city can proceed with any plans of 
building its own distribution system 
with PWA funds. 

The PWA now has approximately 
281 power project allotments out- 
standing which involve more than 
$100,000,000. Litigation has held up 
work on about 60 of these projects. 
The situation may be cleared up this 
fall when the PWA power cases reach 
the Supreme Court. 


Utility to Build Line 
to Connect With TVA 


Tennessee Electric Power Company 
has signed a contract with the TVA 
providing for system interconnection 
and for mutual emergency standby 
service. The TVA has eliminated the 
immediate necessity for construction 
of an additional $1,000,000 transmis- 
sion line from Wilson Dam to Colum- 
bia, Tenn. 

Construction of a 154,000-volt trans- 
mission line will be made by the utility 
from its substation at Centerville to 
the TVA substation at Columbia. For 
the use of this line the TVA will pay 
a rental of $1,000 a month. 

The TVA will do transforming ser- 
vice up to 10,000 kw. for the utility 
at the Columbia substation, for which 
the company will pay $250 a month. 

Provisions are made in the contract 





for the extension of an agreement hy 
which southern subsidiaries of Com. 
monwealth & Southern, Tennessee 
Electric Power, Georgia Power, Missis. 
sippi Power and Alabama Power will 
continue to use certain switchyard 
facilities of the TVA at Wilson Dam, 
for which they will pay a rental of 
$3,400 a month. 

The contract is for a term of fiye 
years and may be extended by mutual 
consent for an additional five years. 
The agreement eliminates the need for 
the TVA to construct a second trans- 
mission line to the Columbia area. 4 
TVA line now runs from Wheeler Dam 


to Columbia. 


Ruggles Sees Import 
of State Utility Body 


Says commissions are necessary even 
if utilities are government 
owned and controlled 


State public utility commissions are 
such an important factor in public 
utility operations that such commis 
sions would be necessary even if the 
utilities were government owned and 
controlled, according to conclusions 
reached by Prof. C. O. Ruggles of the 
Harvard Business School. 

In a study of the aspects of the 
organization, functions and financing 
of state public utility commissions 
Professor Ruggles makes a critical ap 
praisal of the value and services a 
well as the shortcomings of these com: 
missions. 

“The public should not imagine that 
a shift to public ownership and oper 
tion will relieve it of the task of work 
ing out a satisfactory program of uti 
ity regulation,” Professor Ruggles 
says. “A mayor with political ambi 
tions may initiate a depreciation polit) 
that will appear to make the operation 
of a municipal plant very successful 
during his administration. The mo* 
vital business problems of utilities at 
not solved by changing the form af 
ownership. Any fair test of the mers 
of either public or private ownership 
is dependent upon competent contin 
ous operation.” isd 

Professor Ruggles traces the omg! 
of state utility commissions and theit 
operations and finds that they # 
equipped with an ever-broadening 
jurisdiction and authority. He - 
that there is somewhat less emphas* 
on requirements as to special and tec 
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nical qualifications for commissioners 
themselves, because they have avail- 
able experts as members of the staffs. 
In order to obtain those best qualified 
commissioners Professor 
Ruggles believes that appointment has 
advantages over election. He also sug- 
gests that commissioners should re- 
ceive salaries equal to those paid to 
the highest judiciary positions in the 
state. 

Discussing current problems, Pro- 
fessor Ruggles declared that state com- 
missions should be well equipped with 
an adequate accounting department 
which would work out operating costs 
or “yardsticks” that can be applied to 
private and government utilities alike. 
“Only in this manner can we have an 
outside and independent check on ac- 


to act as 


tual results,” he says. 
4 


Signs Wage Pact in Seattle 


A new one-year agreement concern- 
ing wages, hours and working condi- 
tions for about 1,700 employees of the 
Puget Sound Power & Light Company 
has been signed with the Seattle local 
of the International Brotherhood of 
Electrical Workers. Retroactive to 
July 15, the agreement covers general 
wage increases. 


Gets Circuit Breaker Award 


Pacific Electric Manufacturing Com- 
pany has been awarded the contract by 
TVA for two oil circuit breakers, 161 
kv. and 115 kv., for installation at 
Pickwick Landing power plant, Ten- 
nessee, at a price of $75,900. 


Survey Reveals 20% of Farmers 
Near Lines Do Not Take Service 


Edison Electric Institute report shows that 1,420,635 farms are within 
reasonable connecting distance, but 282,300 are not using electricity — 
Kellogg reports 119,342 increase in farm customers 


Despite the long promotion of farm 
electrification by the electric light and 
power industry and the more recent 
efforts of the government in this field, 
20 per cent of the farm homes in the 
United States accessible to electric 
power lines have not taken service, ac- 
cording to Charles W. Kellogg, presi- 
dent of the Edison Electric Institute. 

In releasing the results of a survey 
of farm electrification recently com- 
pleted by the Institute, Mr. Kellogg 
stated that the survey shows that oc- 
cupied farmsteads within reasonable 
connecting distance of power company 
distribution lines total 1,420,635, of 
which 1,138,335 are using service, in- 
cluding the 120,000 farms which have 
been connected to electric lines during 
the first six months this year. 


Service available 


It was pointed out by Mr. Kellogg 
that the 1,138,335 connected farms rep- 
resent 17.5 per cent of all occupied 
farmsteads and 25.8 per cent of all 
farms where the dwelling is valued at 
more than $500. 

As of June 30 there were 6,502,280 
farms in the United States having oc- 
cupied dwellings, 4,408,284 having 
dwellings valued at more than $500 
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POWER UNIT—Springdale station of West Penn Power Company, where a new 
*0,000-kw., 1,235-lb., 950 deg. F. turbo-generator is being installed. It is located 20 
miles from Pittsburgh, in the center of an industrialized area 
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and 1,138,355 farms having electric 
service, an increase of 119,342 during 
the first six months this year. The 
Institute survey shows that there are 
282,300 farms within reasonable con- 
necting distance to distribution lines 
which are not taking the service. 

Mr. Kellogg said that in the New 
England and far Western states more 
than 90 per cent of the farms on dis- 
tribution lines are taking electric serv- 
ice. In the Middle Atlantic states 85 
per cent and in the Middle West about 
80 per cent of such farms are con- 
nected. He said that in the Southern 
states less than two-thirds of the farms 
within reach of existing distribution 
lines have taken service. 

The survey of the Institute shows 
that farm connections made during 
the first six months this year have 
been greatest in the Central States, 
53,167, or approximately half of all 
recent connections. 

In New England there were 2,128 
farms connected; in the Middle Atlan- 
tic States, 17,363; in the South Atlan- 
tic, 19,901; in the East South Central, 
10,045; West South Central, 6,186; 
Mountain States, 3,306, and in the 
Pacific States, 7,246. 


Labor Board “Voids”? Decree 
of Court on Shop Contract 


The National Labor Relations 
Board this week instructed the Na- 
tional Electric Products Corporation 
at its Ambridge, Pa., plant to post a 
notice that the contract with a unit of 
the American Federation of Labor is 
“void and of no effect.” 

The decision is directly against a 
decree of a United States District 
Court at Pittsburgh which, a month 
ago, ordered the corporation to live 
up to the terms of a closed shop con- 
tract with the A. F. of L. unit. The 
C.1.0. had opposed the contract and 
sought support of the N.L.R.B. to 
void the contract and to order a new 
election of the employees for selection 
of a bargaining agency. 
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Carmody Voices Sharp Objection 


to Tri-County Project Rejection 


REA Administrator says decision of Massachusetts Public Utilities 
Commission in killing rural power proposal has bearing upon the 
future of rural electrification — Webber supports stand of agency 


The recent rejection of the proposed 
Tri-County Electric Company, co- 
operative electric project, by the Mas- 
sachusetts Public Utilities Commission 
brought sharp criticism from John M. 
Carmody, Rural Electrification Ad- 
ministrator, with the assertion that the 
decision “potentially has too much 
bearing upon the future of rural elec- 
trification, not merely in Massachu- 
setts but in other parts of our coun- 
try.” 

A. C. Webber, chairman of the com- 
mission, said that in rejecting the Tri- 
County project the state “has not 
turned down rural electrification in 
Massachusetts, but it does require a 
reasonable set-up within the require- 
ments of the law which will not end in 
grief for the innocent person, whether 
investor or consumer.” 


Project seen uncertain 


The Tri-County project (ELEcTRI- 
caL Wort, April 10, page 67; July 
3, page 58) was rejected by the com- 
mission because of the “element of 
extreme vagueness and uncertainty 
that surrounds estimates of anticipated 
revenue and cost of operation of the 
new company.” 

Mr. Carmody stated, in a letter to 
Mr. Webber, that the commission “ap- 
pears to have acted under the impres- 
sion that these farmers were intent 
upon founding a new utility empire. 
They must be heedful of the ‘estab- 
lished rights’ of certain utilities: 
mindful of the advantages of ‘regu- 
lated monopoly.’ 

“They must not start with only a 
‘meager capital’ of $25,000. They 
must—if they regarded the plain im- 
plications of the decision—sell stock 
in an amount somewhere between 
$127,500 and $255,000 before bor- 
rowing from their government, lest 
their borrowings outrun their paid-in 
capital and they be plunged headlong 
into inflation. They must meet ‘regu- 
latory standards’ of service, to say 
nothing of following quite an array of 
rules which statute and regulation and 
quasi-judicial determination _ have 
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evolved from years of experience with 
regulated utility monopoly.” 

Mr. Carmody took exceptions to the 
lengthy proceedings of the commis- 
sion in considering the project, which 
was designed to serve 28 small towns. 
He said that the farmers had been un- 
able to obtain electric service from 
the utilities because they were in sec- 
tions which the companies considered 
they could not serve. 


Carmody takes exceptions 


“Legally as well as morally,” Mr. 
Carmody said, the position taken by 
the commission “appears untenable.” 
He said that even in states where 
franchises or certificates of conven- 
ience are issued for certain territory, 
courts have universally held that the 
continued enjoyment of the franchise 
must depend upon its exercise. He said 
that where companies refuse to give 
service they have no right to an ex- 
clusive franchise. 

In discussing the financial set-up of 
the Tri-County project, Mr. Carmody 
said that since the government was to 
lend the money, the farmers were the 
only investors requiring protection of 
the commission, and that these farm- 
ers were prospective borrowers and 
stockholders and also consumers. He 
said that the farmers would be more 
than willing to make a gift of $25, the 
subscription price of the stock, in or- 
der to obtain electricity. 


Webber defends decision 


While Mr. Carmody was sharp in 
his criticism of the commission’s ac- 
tion, he left a way open for the com- 
mission, the REA, the farmers and the 
utilities to work toward obtaining elec- 
tricity for the rural customers. He 
said that he believed the objections to 
the project, voiced by the commission, 
could be removed. He thought that 
Massachusetts had taken a backward 
step by its decision, while other states, 
Wisconsin, Tennessee, Pennsylvania, 
Kentucky and Arkansas, have made 
notable contributions to farm electric 
service by protecting co-operative 





projects through regulation of utili. 
ties, establishment of reasonable 
wholesale rates and helping the proj- 
ects get on their feet. 

Replying to Mr. Carmody, it was 
stated by Mr. Webber that the utility 
industry in Massachusetts represents 
an investment of $600,000,000—not 
by the “interests,” but by the public— 
and the state depends upon that in. 
dustry for contributions of $16,000, 
000 annually in much-needed taxes, 
He added that the commission is not 
convinced of the advisability of under. 
mining that structure. 

Mr. Webber said that the Adminis. 
tration apparently overlooks the fact 
that the Tri-County company is not a 
WPA project and that money bor. 
rowed must be repaid. He said that 
it was the duty of the commission to 
protect the interest of those who pur. 
chase securities. The government was 
to take the mortgage of the Tri-County 
company. 

€ 


EI Paso Natural Gas 
Stock Sold by Utility 


Engineers Public Service Company 
has sold 60,000 shares of common 
stock of El Paso Natural Gas Com- 
pany to a banking group at $25 a 
share, adding $1,500,000 to its cash 
funds, 

The company still retains approxi 
mately 51,000 shares of El Paso com: 
mon. The 60,000 shares recently sold 
was the second block of 60,000 shares 
disposed of in the past eighteen 
months. 

El Paso common stock is carried 
on the books of Engineers Public Serv- 
ice at slightly more than $8 a share. 
Engineers received $19 a share for the 
60,000 shares of El Paso it sold last 
year and $125,760 for certain options 
it held to buy additional El Pas». 
From both transactions the company 
showed a profit of $609,460. 


Hartford Customers 


to Receive Dividend 


Following a policy established se’ 
eral years ago, the Hartford Electric 
Light Company has announced al 
other customers’ dividend of 20 pet 
cent on their October bills. The savin 
to customers thus represented is $119 
000. Employees and stockholders wil 
also share in the benefit. Employee 
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yill receive 20 per cent of one month’s 
earnings, or $35,000. Stockholders 
yill participate in an extra distribution 
of $35,000, representing approxi- 
mately 4 cents a share additional. The 
companys annual dividend rate is 
$2.75 a share. Total distribution will 
be approximately $185,000. 

The additional distribution is made 
possible by increase in the use of 
power this year. In the first seven 
months Hartford Electric Light Com- 
pany’s power sales have aggregated 
132,566,000 kw.-hr., compared with 
112,775,000 kw.-hr. for the corre- 
sponding period last year, an increase 
of about 15 per cent. 


Power Plant Rebuilt 
by Connecticut Utility 


Scotland Dam hydro-electric plant 
of the Connecticut Light & Power 
Company has been given a new lease 
of life following the destruction of 
the former station in the great flood 
of 1936. The three former 400-kw. 
horizontal units have been replaced 
by one 2,500-kva. General Electric ver- 
tical generator direct driven by a 2.,- 
9]0-hp. S. Morgan Smith fixed-blade, 
Kaplan type waterwheel at 150 revo- 
lutions per minute, housed in a new 
building with the operating floor about 
12 ft. above the former level. 

Automatic control provides for 
slarting and stopping the machine be- 
tween predetermined water levels with- 
out attendance and for operation of 
the generator as a synchronous motor 
vhen the water supply is insufficient 
to produce energy for delivery to a 
step-up transformer station located on 
the hill above the plant. 


Time clock control 


Time clock control is included, and 
the machine has a Lombard governor. 
Ifthe line breakers open at the substa- 
tion the unit shuts down, and if the 
line voltage returns and the water level 
® high enough the unit resumes pro- 
duction. The operating head is 25 ft. 
_420-ton Chisholm-Moore crane was 
stalled in the rebuilt station and two 
f the penstocks serving the former 
horizontal wheels have been utilized to 
‘upply water to the new wheel. The 
‘WW unit has an integral exciter and 
the plant delivers energy through the 


‘ubstation to a 22-kv. line running to 
illimantic. 
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Electrical Code Change Proposal 
Assailed at Inspectors’ Meeting 


Going tells joint convention that two-part code suggested by Edison 
Electric Institute would be impracticable as a municipal or state law — 
Says move would not help to improve electrical sales 


The proposal made at the Edison 
Electric Institute convention last June 
that the National Electrical Code be 
changed into a liberal, non-restrictive 
two-part code, one part to contain 
basic rules and regulations and the 
other to be a manual of field practice, 
was assailed by L. W. Going, presi- 
dent International Association of Elec- 
trical Inspectors, at the joint conven- 
tion of the Northwestern and South- 
western sections of the association at 
Salt Lake City, Utah, August 23 to 25, 
on the grounds that it would be im- 
practicable for adoption as a munici- 
pal or state law and would not help to 
improve electrical sales. The meeting 
was the first of the annual series of 
section meetings of inspectors. 


Presents cost figures 


The two-part code as suggested, 
said Mr. Going, would not be specific 
enough to have legal effect without 
being supplemented by specific rules, 
which, as adopted by the several en- 
forcing agencies, would be sure to 
deviate widely from uniformity. 

Mr. Going also discussed what he 
termed the false impression that prog- 


SCOTLAND DAM—Hydro-electric plant of Connecticut Light & Power Company 


ress toward adequacy in wiring has 
been retarded because of restrictive 
code rules. He presented cost figures 
on a 50-outlet job for a six-rooni resi- 
dence in Portland, Ore., of which city 
he is chief electrical inspector, which 
would cost $130 under the present 
code. Only 31 per cent of this cost, or 
$41, is susceptible of being lowered 
or raised by the wiring method em- 
ployed. If the cheapest type wiring 
conceivable were installed, rubber- 
covered conductors stapled to walls 
and run through timbers, the saving 
would be only $16, or 12 per cent of 
the total cost of the job. 

“Can it be possible that this 12 per 
cent, which spells the difference be- 
tween safe and dangerous wiring, is 
burdening the sale of kilowatt-hours, 
wiring installations and appliances?” 
asked Mr. Going, “or is not the re- 
verse true, that kilowatt-hour 
sumption and appliance 


con- 
sales are 


benefited through the installation of 
dependable wiring, making for trou- 
ble-free service and satisfied custom- 
ers?” 

Further pleas for the promotion of 
adequate wiring by inspectors in con- 





yo 


which has been rehabilitated following destruction of former station in last year’s 
flood. The three former 400-kw. horizontal units have been replaced by one 2,500-kva. 
vertical unit 
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junction with the rest of the industry 
groups were voiced by George M. 
Gadsby, president of the Utah Power 
& Light Company, and Arthur L. Ab- 
bott of the National Electrical Manu- 
facturers Association. Mr. Gadsby 
laid the chief cause of inadequate 
wire sizes at the feet of the contractor 
who, under the stress of competition, 
offers a lower price and insists that the 
size wire originally specified in the 
plan is too large and may be reduced. 

Mr. Abbott reviewed the “Hand- 
book of Interior Wiring Design” and 
stated that the industry could use it 
in the promotion of adequate wiring. 

Sales control through a licensing 
ordinance with teeth and periodic in- 
spection of dealers’ stocks was advo- 
cated by Ralph W. Wiley. chief of 
the department of electricity. San 
Francisco, as the only means of eradi- 
cating from the electrification picture 
a variety of trouble-making and _ in 
some cases death-dealing appliances 
offered the public by “gyp” manufac- 
turers. 


Merge Two Utilities 


Omnibus Finance Corporation has 
been merged into the United Coach 
Company, units of the Associated Gas 
& Electric System. This brings to 349 
the total of companies which have 
been merged, dissolved or otherwise 
eliminated from the system. 


ef 


Electric Board Reorganized 


Reorganization of the Mexican Fed- 
eral Electricity Commission under 
chairmanship of the Secretary of Na- 
tional Economy has decreed 
by President Cardenas. The purpose 
is to permit organization and direc- 
tion of a national system to generate, 
transmit and_ distribute _ electrical 
energy at the minimum cost. While 
the decree embraced all phases of the 
industry, there was no intimation the 
government planned organization of a 
federal agency to compete with pri- 
vate capital. 


been 


Utility Plans Auditorium 


Plans for construction of an audi- 
torium with a seating capacity of 600 
in the Marquette Building, Chicago, 
have been announced by the Common- 
wealth Edison Company. The audi- 
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torium will be air conditioned and will 
be used for electric cooking schools, 
appli- 
lighting lectures and _ other 
Architects are Shaw, Naess 
and Murphy. Construction work will 
begin soon and is expected to be com- 


demonstrations of electrical 
ances, 


meetings. 


pleted late this year. 


eelings 


Pennsylvania Electric Association—An- 
nual convention, Bedford Springs Hotel, 
Bedford, Pa., September 8-10. Harold 
A. Buch, secretary-treasurer, Telegraph 
Building, Harrisburg, Pa. 


Maryland Utilities Association — Annual 
convention, George Washington Hotel, 
Ocean City, Maryland, September 10-11. 

. J. Roche, secretary, 55 E. Wash- 
ington St., Hagerstown, Md. 


Rocky Mountain Electrical League — 
Annual meeting, Estes Park, Colo., 
September 13-15. George Lewis. manag- 
ing director, Gas and Electric Building, 
Denver, Colo. 


Wisconsin Utilities Association—Trans- 
portation section convention, Lawsonia 
Hotel, Green Lake, Wis., September 13 
and 14. Accounting section convention, 
same place, September 24 and 25. A. F. 
Herwig, executive secretary, 135 West 
Wells St., Milwaukee. 


Empire State Gas and Electric Associa- 
tion— Annual meeting, Saranac Inn, 
Saranac, N. Y., September 16-17. George 
H. Smith, secretary, Grand Central Ter- 
minal, New York, N. Y. 


American Transit Association — Annual 
convention, White Sulphur Springs, 
West Va., September 19-23. 


Mluminating Engineering Society—Annual 
convention. Greenbrier Hotel, White 
Sulphur Springs, W. Va., September 
27-30. A. D. Cameron, general secretary, 
51 Madison Avenue, New York, N. 


International Association of Electrical In- 
spectors—Annual Meeting, eastern sec- 
tion, Hartford, Conn., September 27-30. 
Joseph P. Rohan, general chairman, 
Hartford Building Department, Hart- 
ford, Conn. 


Iron and Steel Exposition—Sponsored by 
the Association of Iron and Steel Engi- 
neers, Stevens Hotel, Chicago, Ill.. Sep- 
tember 28-October 1. Brent Wiley, 
managing director, Empire Building, 
Pittsburgh, Pa. 


Chicago Exposition of Power and Me- 
chanical Engineering — International 
Ampitheatre, Chicago, Ill., October 4-9. 


International Association of Electrical 
Teagues—Annual convention. New York, 
N. Y., October 6 and 7. O. C. Small, 
secretary, 155 East 44th St.. New York. 


American Institute of Electrical Engi- 
neers—Middle Eastern District, Akron, 
Ohio. October 13-15. H. H. Henline, 
National secretary, 35 West 39th St., 
New York, N. Y. 

Electrochemical Society — Fall moutias. 
St. Louis, Mo., October 13-16. Colin 
G. Fink, secretary, Columbia University, 
New York, N. Y. 


National Electrical Wholesalers Associa- 


tion — Semi-annual convention, Hotel 
Cleveland, Cleveland, Ohio, October 
18-21. Alfred Byers, 


secretary, 165 
Broadway, New York, N. Y. 


National Electrical Manufacturers Asso- 
ciation — Annual convention, Palmer 
House, Chicago, October 24-30. W. J. 
Donald, managing director, 155 East 
44th St., New York, N. Y. 








92% of Rhode Island 


Farms Get Electricity 


More than 92 per cent of all farms 
in Rhode Island have electric service, 
according to report of the Division of 
Public Utilities as of July 30. R. R. 
Anderson, secretary, stated that as of 
January 1 it is estimated that there 
were 4,419 farms in the state. 4.065 
of which had electric service. 

Between January 1 and July 30 an 
additional 33 farms were added to the 
lines. 

Mr. Anderson said that “we have 
considered as farms parcels of land 
from which the owners or tenants 
earned their living agriculturally.” 
There are, however, other pieces of 
land occupied but not worked ex- 
clusively as a farm and which are not 
considered as farms, Mr. Anderson 
said. 

The REA has reserved $9,946 for 
rural electrification projects, but as 
yet none of the funds available has 
been allotted. 


American Chemical Society 
Plans Meeting in Rochester 


A symposium on insulation mate- 
rials. under the auspices of the divi- 
sion of physical and inorganic chemis 
try, will be held September 9 at the 
convention of the American Chemical 
Society in Rochester. 

An informal dinner meeting of the 
subcommittee on chemistry will be 
held in the evening, at which Dr. T. 
Smith Taylor will discuss plastics for 
electrical insulation. The dinner will 
be given by C. F. Hirshfeld. chief of 
research of the Detroit Edison Con- 
pany. 


Rural Unit Refused Service 
Rocky Mount, North Carolina, has 


refused to furnish the Halifax County 
Co-operative with energy from the 
municipally owned power plant. L. Bb. 
Aycock, City Manager, said the «ily 
plant will continue to concentrate I's 
service in the city. 


Plan Fluorescent Lighting 


Fluorescent lighting by means of 
invisible “black light” will be one o 
the features of San Francisco's Golden 
Gate International Exposition in 193?- 
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Energy Output Remains Steady 


Energy production off slightly 
from previous week’s record— 
Up 8 per cent over 1936 


Energy output of the electric light 
and power industry for the week 
ended August 28 was 2,294,713,000 
kw-hr., according to the Edison Elec- 
tric Institute. This is a gain of 8 per 
cent over the same week last year 
and is but slightly under last week’s 
all-time peak of 2,304,032,000 kw.- 
hr. The fact that the output has re- 
mained practically constant for the 
past three weeks reflects the more or 
less static state of industrial and build- 
ing activity brought about by holidays 
and sustained hot weather during a 
normally dull month. 

This view is substantiated by the fact 
that regional gains over last year show 
only slight drops from week to week 
during the past month. The Rocky 
Mountain Region alone has increased 
its gains substantially since the first 
of the month. This may be due in 
part to the fact that Boulder Dam was 
not generating energy during this pe- 
riod last year. Gains in the Pacific 
Coast region remained constant. 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 


Aug. 28...2,295 Aug. 22..2,126 Aug. 24..1,840 
Aug. 21...2,304 Aug. 15..2.094 Aug. 17..1,833 
Aug. 14...2,301 Aug. 8..2,079 Aug. 10..1,819 
Aug. 7...2,262 Aug. 1..2,079 Aug. 3..1,821 
July 31...2,256 July 25..2,088 July 27..1,824 
July 24...2,259 July 18..2,100 July 20..1,807 
July 17...2,298 July 11..2,0830 July 13..1.766 
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Per Cent Change from Previous Year 
Week Ending 














Region Aug. 28 Aug. 21 Aug. 14 

New England........ + 6.4 + 5.3 + 7.2 
Middle Atlantic...... + 7.0 + 6.8 + 9.0 
Central Industrial.... + 9.5 +12.3 +14.0 
West Central........ + 1.4 + 0.9 + 4.1 
Southern States...... + 5.1 + 7.5 + 9.8 
Rocky Mountain..... +18.4 +20.2 +16.7 
POG. ce ks cicincde + 7.6 + 8.1 + 8.9 
United States.... + 8.0 +10.0 +10.6 





Niagara Hudson Unit 
Plans to Change Name 


Directors of Niagara Hudson Public 
Service Corporation, formed last July 
as a consolidation of twelve electric and 
gas operating companies serving large 
areas of the central and northern sec- 
tions of New York State, have called a 
special meeting of stockholders for Sep- 
tember 15 at Syracuse to consider 
changing the name of the company to 
Central New York Power Corporation. 

At the same time stockholders will 
he asked to authorize the execution of 
a new mortgage upon the property of 
the company in connection with the 
proposed refunding of $36,364,500 of 
callable bonds of the company and the 
obtaining of additional funds for ex- 
tensions and improvements. 

Upon authorization by the stock- 
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holders and approval by the Public 
Service Commission, the corporation 
contemplates the issuance of not more 
than $50,364,500 of 33 per cent bonds. 
The bonds to be redeemed bear inter- 
est from 5 to 6 per cent. The addi- 
tional funds will be used to construct 
additional generating and distribution 
facilities. 
° 


Output in Texas Increases 


Electric power production in Texas 
during July compared favorably with 
the corresponding month last year, ac- 
cording to the University of Texas 
Bureau of Business Research. Reports 
from sixteen of the largest power com- 
panies of the state show total produc- 
tion of more than 221,000,000 kw.-hr., 
an increase of 21.2 per cent over July 
last year and 6.6 per cent over June. 

The percentage gain for commer- 





cial consumption was 17.4 per cent 
over July, 1936, and 8.7 per cent over 
June; for industrial consumption the 
respective gains were 24.7 per cent and 
4.2 per cent; for residential, 18 per 
cent and 8 per cent, and for miscel- 
laneous uses, 18.1 per cent and 6.1 


per cent. 
a 


New Hydro-Electric Project 
Planned on St. Croix River 


Transfer has recently been com- 
pleted of the water power rights on 
the St. Croix River, between Calais, 
Me.-St. Stephens, N. B., and Milltown, 
Me.-Milltown, N. B., from Hollings- 
worth & Whitney Company of Boston 
to the Dead River Company. 

The Dead River Company plans to 
develop power on the river and to 
establish a hydro-electric plant on the 
United States side of the river. Work 
is expected to start before the end of 
the year. 

° 


Canada Output Down in July 


Output of central electric stations in 
July in Canada this year declined as 
compared with June, the Dominion 
Bureau of Statistics reports, but was 
well ahead of July, 1936. The figures 
were 2,188,055,000 kw.-hr. for July, 
1937; 2,255,338,200 for June and 2,- 
021,147,000 for July, 1936. Exports 
to the United States rose from 158,657,- 
000 kw.-hr. in June to 164,043,000 in 
July. 


New Kootenay Power Plant 


Work is expected to start this fall 
on the construction of the 100,000-hp. 
power project of the West Kootenay 
Power & Light Company, Ltd., on the 
Kootenay River at Brillant, B. C. The 
project will create another large power 
plant on the Kootenay River. Pre- 
liminary work is already under way 
with the removal of existing trans- 
mission and distribution lines from the 
vicinity of the dam site. 


© 


Approve Insulator Plan 


Stockholders of American Insulator 
Corporation have approved the plan of 
recapitalization which involves the ex- 
change of outstanding preferred stock 
and accumulations for the new shares 
of convertible preferred plus four 
shares of common stock. 
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SEMINOE DAMSITE—The Casper Alcova irrigation and power project of the 

Bureau of Reclamation will rise here in the mountains of Wyoming. Located 

on the North Platte River, the project will have installed capacity of 16,000 kw., 
with electricity marketed in the nearby vicinity 


PARKER DAM—Bedrock bottom of the 

excavation for the Parker Dam, federal 

project, 234 ft. below the normal bed of 

the Colorado River. This rock, pro- 

nounced excellent, will bear the founda- 

tion of the 388-ft. concrete arch that will 
be the dam 


“STEEL TOMATO” First of se 
and 47.5 ft. high, with 2 capee 
Chicago, Ind. Tank was arewe 


Wide World 





IN PICTURES 


SAD ENDING—When a snake, 6 ft. or 
more in length, wrapped itself around this 
33,000-volt line with 66,000-volt insulators 
of Interstate Power Co. north of Harting- 
ton, Neb., its tail grounded the line and 
set fire to the crossarm. E. A. Wisco, 
operating engineer, said that the snake 
either climbed the pole or was dropped 
on the line by a hawk 


STEEL CAGE—Workmen erecting rein- 

forcing steel for the piers for Bonneville 

Dam, huge PWA power project under FLYING SPARKS—Flash welding a pipe coupling, using jaws rebuilt by oxy- 
construction with an initial allocation of | acetylene welding a layer of alloy of cobalt, chromium and tungsten to the jaw 
$32,440,700. Almost a score of these piers faces. It was found that with this alloy, Haynes Stellite, the hard-faced jaws 
will span the river and a gate between lasted ten times as long as new ones of steel 

each will hold back the waters until put 

to use 


POWER FROM BOULDER 
DAM—One of the last towers 
erected on the 237-mile trans- 
mission line from Boulder Dam 
to the five aqueduct pumping 
plants. The project is under the 
direction of the Metropolitan 
Water District of Southern 
California 


D . i a 
iy type gasoline storage tanks, 92 ft. in diameter 


4,000 bbl. for Sinclair Refining Company, East 


abricated with G : : 
eneral Electric are-welding sets. 
type WD . 


Metropolitan Water District Photo 












Scott Heads Westinghouse 
Line Material Activities 


Angus G. Scott, formerly superin- 
tendent of power distribution for 
Cleveland Railways, has been ap- 
pointed manager of line material ac- 





tivities for the Westinghouse Electric 
& Manufacturing Company with head- 
quarters at East Pittsburgh. 

A graduate of the Case School of 
Applied Science, Mr. Scott entered the 
line division of the Cleveland Railway 
in 1923 and three years later he was 
promoted to assistant superintendent 
of that department. In 1930 he was 
appointed superintendent of power 
distribution for Cleveland Railways, 
the position he held until his recent 
Westinghouse appointment in charge 
of the newly created department spe- 
cializing in line materials for minitig, 
street railway systems and heavy elec- 
trifications. 

Mr. Scott brings a wealth of prac- 
tical experience with line materials to 


his new work. He is well known in the - 


transportation industry for his decade 
of effort as a member and ‘former 
chairman of power committee No. 7— 
ears and hangers—of the American 
Transit Engineering Association and 
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for the 


many articles and _ papers 
which he contributed to leading in- 
dustry periodicals. 


> T. S. TayLor, professor of physics, 
Washington and Jefferson College, 
Washington, Pa., has resigned to be- 
come manager of the engineering 
laboratory and experimental depart- 
ment of the Diehl Manufacturing 
Company, Elizabethport, N. J. 


> Dr. A. A. Bates has recently joined 
the staff of the Westinghouse Re- 
search Laboratories as manager of 
the chemical and metallurgical divi- 
sion. Dr. Bates was formerly pro- 
fessor of metallurgy at the Case 
School of Applied Science and served 
as consultant for a number of com- 
panies in the Cleveland area. 


> Erwin A. CHILDERHOSE has _ re- 
signed as senior engineer of the Fed- 
eral Power Commission to join the 
staff of Jackson & Moreland, consult- 
ing engineers, Boston, Mass. He will 
be in charge of the electrical engineer- 
ing on new projects coming under 
their supervision. For the past 
twenty-five years Mr. Childerhose has 
been associated with publicly and 
privately owned utilities in design. 
construction, operation and consulta- 
tion. 


> G. H. Sxitt has been appointed 
manager of the plastics department of 
the General Electric Company with 
headquarters at Pittsfield, Mass., 
where the administration of all plas- 
tics activities of the company has re- 
cently been consolidated. Mr. Shill 
will be responsible for all sales, en- 
gineering and manufacturing. K. W. 
NELSON, formerly manager of G.-E. 
automotive product sales, in the ap- 
pliance and merchandise department. 
has been appointed sales manager of 
the plastics department. 


ABOUT PEOPLE 





Aluminum Company Assigns 
New Duties to S. J. Simmons 


S. J. Simmons, who has been man- 
ager of the New York district of the 
Aluminum Company of America for 
the past nine years, has recently been 
promoted to assistant general sales 
manager with headquarters at Pitts- 
burgh. 

Mr. Simmons has been in the Alu- 
minum Company’s service since 1913. 
when he began work in the Rochester 
office as a general salesman. In 1918 


he was among those sent to South - 


America to take care of the company’s 
interests there. Three years later he 
was recalled from Santiago de Chile 
to become assistant to the president of 





Blank € Stoller 


Aluminum Manufactures, Inc., a Cleve- 
land affiliate of the Aluminum Com- 
pany. After serving as manager of 
the Buffalo office, he was transferred 
in 1928 to the managership of the 
New York district. 


> Joun A. Davis, Jr., formerly assis- 
tant to the president of the Virginia 
Electric & Power Company, Richmond. 
is now local manager of the Hopewell 
district. 
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R. S. McNeil of Bridgeport 
Celebrates Anniversary 


More than two hundred associates, 
oficials and friends of Roderick S. 
McNeil helped him celebrate fifty 
years of service with the General Elec- 
tric Company at a dinner at the Hotel 
Stratfield, Bridgeport, Conn., August 
20. It was just a half century ago 





that the veteran engineer in the G. E. 
appliance and merchandise depart- 
ment began his service with the old 
Thomson-Houston Company at Lynn, 
Mass. That was in 1887, when he was 
15 years old. 

Seven years later he was transferred 
to the Edison Lamp Works at Harri- 
son, N. J., where he became succes- 
sively assistant foreman in the glass 
department, general foreman of the 
Harrison plant, assistant superinten- 
dent and superintendent. In 1910 Mr. 
McNeil loaned to the British 
Thomson-Houston Company and served 
two years as acting manager of the 
Rugby lamp works at Rugby, Eng- 
land. He returned to the Edison Lamp 
Works, carrying on cost and efficiency 
work in the administrative department. 
In 1927 he went to Argentina and 
Brazil to investigate factory locations, 
and in 1930 was transferred to Bridge- 
port as engineer in the appliance and 
merchandise department. 

Three volumes of testimonial letters 
and various gifts were presented to 
Mr. McNeil by former and present as- 
Sociates at the dinner. 


was 


> Lawrence HazeL, line foreman for 
the Alabama Power Company at Mo- 
bile, was the recipient of a coveted 
honor in the form of the National 
Safety Council “President’s Medal.” 


The presentation was made by J. M. 
Barry, vice-president and _ general 
manager, who went to Mobile for the 
occasion. The award was made to Mr. 
Hazel for his prompt response to a 
call for resuscitation aid and his suc- 
cessful efforts in renewing respiration 
in the apparently lifeless body of a 
two-year-old child. 


> GoprrREY Morcan, Jr., assistant 
engineer with the Public Service 
Electric & Gas Company, Camden, N. 
J., has been transferred to the Prince- 
ton, N. J., offices of that company. 


T. N. McCarter, Jr., Joins 
Public Service Corporation 


Thomas N. McCarter, Jr., vice-presi- 
dent and director of the Niagara Hud- 
son Public Service Corporation, a 
subsidiary of the Niagara Hudson 
Power Corporation, became associ- 
ated with Public Service Corporation 
of New Jersey on September 1, as as- 
sistant vice-president in charge of the 
southern division with headquarters 
in Camden. 

Mr. McCarter was president .of the 
Antwerp Light & Power Company and 
a vice-president and director of North- 
ern New York Utilities, Inc., two of 
several companies recently consoli- 
dated into the new Niagara Hudson 
Public Service Corporation. 

He has been with the Niagara Hud- 





son Power interests five years, having 
started as manager of the insurance 
department of the central division, 
with headquarters in Syracuse. Three 
years later he was transferred to Wa- 
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tertown as vice-president of Northern 
New York Utilities. Previously Mr. 
McCarter had experience in the utility 
field as assistant to his father, presi- 
dent of Public Service Corporation of 
New Jersey. 


OBITUARY 


Abram Hussey 


Abram Hussey, retired electrical 
engineer, died August 19 at his home 
in Chester, N. J., after a short illness. 
He was in his seventieth year. Mr. 
Hussey was, for twenty-one years prior 
to his retirement in 1934, superinten- 
dent of distribution for the Brooklyn 
Edison Company. This comprised the 
period of the company’s greatest ex- 
pansion and Mr. Hussey played a 
large part in the development of elec- 
tric service as it is known in Brooklyn 
today. 

Mr. Hussey’s introduction into the 
electrical field was as a wireman’s 
helper in Chicago. He then took a 
position with the Niagara Falls Power 
Company, leaving that company in 
the capacity of superintendent of con- 
struction in 1906, when he joined the 
New York Central Railroad as super- 
visor of transmission. He organized 
and trained all the forces electrifying 
a large portion of the trackage of the 
company within city limits. In 1913 
Mr. Hussey became identified with the 
Brooklyn Edison Company in the ca- 
pacity which he held during his en- 
tire period of service with the com- 
pany. 

a 


> KennetH G. Har.an, utilities rate 
expert. died at his home near Tacoma, 
Wash., August 13 at the age of 47. 
Mr. Harlan, whose rate reports have 
been widely used in Seattle, Portland 
and Tacoma litigation. was formerly 
Northwest representative of the Fed- 
eral Power Commission. 


> James Link, superintendent of the 
power plant of the Tennessee Public 
Service Company at Knoxville for 44 
years, died at his home in that city 
August 16 in his eighty-first year. A 
native of England, Mr. Link came to 
this country 48 years ago. Settling in 
Knoxville, he obtained a position with 
the Southern Railway and remained 
with the railway until he became super- 
intendent of the Tennessee Public 
Service power plant. 
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Washing Unit Retail 
Prices Tend Upward 


Household washing machine retail 
purchase prices continued their up- 
ward trend in the first seven months 
this year, when the average price 
amounted to $73.39, as against $67.93, 
the average price paid in the cor- 
responding period last year, accord- 
ing to the American Washing Machine 
Manufacturers Association. 

Washers shipped in the first seven 
months totaled 1,097,314, as against 
1,030,549 in the same 1936 period. 
Value of the machines was $80,531,- 
874, as against $70,005,194. 

A total of 147,986 washers were 
shipped in July, with an average price 
of $77.43, as against 147,986 shipped 
in June. 

Ironers shipped in the first seven 
months this year totaled 109,270, as 
against 102,988 in the same 1936 
period. July shipments totaled 14,574, 
as against 14,755 in June. 


Federal Contracts Awarded 
on Electrical Products 


Among the federal contracts for elec- 
trical machinery and allied products 
recently awarded under the provisions 
of the Public Contracts Act are: 


International Nickel Company, Navy, 
nickel-copper alloy, $37,566; nickel-copper 
forgings, $81,926. 

Weston Electrical Instrument Corpora- 
tion, Navy, vacuum test sets, $42,222. 

General Cable Corporation, War, cable 
and reels, $31,015. 

Habirshaw Cable 
Navy, cable, $142,653. 

De Laval Steam Turbine Company, Navy, 
gears, $462,800. 


& Wire Corporation, 


’ 
Steel & Tubes Patents Upheld 


Steel & Tubes, Inc., patents cover- 
ing its method for butt welding tubing 
and for removing the burr from the 
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seam have been again upheld in a 
decision by Federal District Judge 


John P. Nields for the District of 
Delaware. The court held that Clay- 
ton Mark & Company of Chicago had 
infringed the patent assigned to Steel 
& Tubes granted in 1921. The court 
also upheld the patent covering ap- 
paratus for removing the burr from 
the seam granted in 1926. 


Manufacturers Issue 
Earnings Statements 


The following companies recently 
issued earnings statements: 


Servel, Inc.—For the three months ended 
July 31, net profit $2,158,946 after depreci- 
ation, bond interest, federal income and 
estimated undistributed profits tax and 
other charges. After dividend requirements 
on the 7 per cent preferred stock, the profit 
was equal to $1.20 each on _ 1,781,426 
shares of $1 par common stock. In the 
preceding quarter net income was $1,904,- 
242, or $1.06 a common share, and in the 
July quarter of last year $2,122,306, or $1.18 
a common share. For the nine months 
through July the company showed net profit 
of $4,451,375, equal to $2.48 a common 
share comparing with $3,792,511, or $2.11 
a common share for the corresponding nine 
months a year before. 

Foster Wheeler—Including English and 
French subsidiaries, six months to June 30, 
net profit $71,842, equal after six months 
dividend requirements on 16,728 shares of 
$7 preferred stock, on which there are ac- 
cumulated dividends, to 3 cents each on 
258,180 common shares. In same period a 
year earlier there was a net loss of $24,695. 
Unfilled orders on June 30 amounted to 
$10,456,900, against $6,165,800 the preced- 
ing year. 

Revere Copper & Brass, Inc.—Includes 
wholly owned subsidiaries, six months to 
June 30, net profit $2,122,838 after crediting 
$781,503 to metal stock reserve account. 
This is equal after dividend requirements 
on both classes of preferred stock and on 
$4 convertible Class A stock outstanding at 
close of period to $2.56 a share on 521,330 
share of outstanding common stock. Net 
profit last year amounted to $733,430 after 
crediting $156,502 to metal stock reserve 
account, equal, after dividend requirements 
on 7 per cent preferred stock, to $1.66 each 
on 241,025 no-par shares of $4 Class A. 
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AND MARKETS 


July Air Unit Sales 
Advance 52 per Cent 


Installed cost of equipment sold by 
the members of the Air Conditioning 
Manufacturers’ Association in July to- 
taled $7,508,778, an increase of 52.1 
per cent over the total reported for the 
corresponding month in 1936. 

Continuation of hot weather is 
keeping single-room unit sales at un- 
precedented high levels, it was an- 
nounced by the association. 

July sales were greater than those for 
any month last year and brought this 
year’s total to $68,306,175, which is 
37 per cent higher than the volume for 
all 1936. 


Auburn Buys 
*“Aerofan” Rights 


Further expansion of the Auburn 
Automobile Company in the air-con- 
ditioning field was made evident with 
the announcement by the company of 
the purchase from the Russell Electric 
Company, Chicago, of the trade name 
“Aerofan,” together with the good 
will and exclusive patent licenses on 
the fans formerly manufactured by 
Russell Electric. 


Domestic Refrigerator Sales 
Show Decrease in July 


Domestic sales of household elec: 
tric refrigerators to distributors and 
dealers during the month of July te 
taled 179,414 units, valued at $14, 
823,327, as compared with 186,639, 
units, valued at $14,860,337, in July. 
1936, the National Electrical Manv- 
facturers Association reports. [or the 
seven months ended July 31 domestic 
sales amounted to 1,765,863  unils, 
valued at $150,749,264, compare 
with 1,498,459 units, valued at $12l- 
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1936. 
World sales in July totaled 192,052 


units, valued at $15,803,188, as com- 
pared with 206,019 units, valued at 
$16,283,643, for July, 1936. World 
sales for the seven-month period 
amounted to 1,902,742 units, valued 
at $161,046,033, compared with 1.,- 
616.912 units, valued at $130,530,- 
928, for the similar period of 1936. 


Manufacturers Make 
Sales Appointments 


Electrical manufacturing companies 
have recently made the following as- 
signments to their sales staffs: 


Paul O. Penn, formerly manager of Penn 
Electric Switch Company’s Detroit office, 
has been named assistant to M. E. Hen- 
ning, executive vice-president, with head- 
quarters at the company’s new office and 
factory at Goshen, Ind. P. L. Tolerton has 
been named manager of the Detroit office 
to succeed Mr. Penn. 

Effective September 1, Milton G. Smith, 
New York City, became Eastern district 
sales agent for -Enameled Metals Com- 
pany’s hot dip, electrogalvanized and en- 
ameled conduit and _ electrical metallic 
tubing. Mr. Smith’s territory will include 
New York State from Albany south, Con- 
necticut and part of New Jersey. 

James H. Irwin, who has been a cable 
specialty salesman in the Chicago office of 
the Aluminum Company of America for 
the past thirteen years, has recently been 
promoted to manager of the Atlanta office. 
He fills the position vacated by the transfer 
of F. L. Magee, who was made manager 
of sheet sales with headquarters in Pitts- 
burgh. 

Harnischfeger Corporation announces 
the appointment of C. S. Swanson as P&H 
representative for the entire state of Michi- 
gan, to handle the sales of P&H motors 
and generators with headquarters in the 


Kale Building. 


Vacuum Cleaner Sales Up 


Vacuum cleaner sales in the first 
seven months this year totaled 1,083,- 
110 units, a gain of 31.4 per cent over 
the same period last year, according 
to the Vacuum Cleaners Manufacturers 
Association. July sales totaled 111,233 
units, as against 90,393 in July last 
year, a gain of 23 per cent. 


cecilia aaah al 
New York Metal Prices 


Aug. 24, 1937 Sept. 1, 1937 
—_ - — per 
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Field Reports on Business 


Although the summer slump in many lines has been distressing to 
many, activity in the electrical industry has been holding up well. 
Prospects for greater activity in the fall appear bright. Manufacturers 
are busy. Appliance sales show some expansion. A Niagara Hudson 
subsidiary is granting a new $8,000,000 steam station at Buffalo. 


PACIFIC COAST 


Through final approval by the President. 
$170,000,000 is available for California’s 
Central Valley project. The primary pur- 
pose is to by-pass water from the northern 
area of the state to San Joaquin Valley dry 
districts and elaborate electrical controls 
and pumping plants will be needed. The 
Governor has approved a $24,000,000 Cali- 
fornia program of public structures, includ- 
ing $1,000,000 schools, prisons $2,500,000, 
hospital $11,500,000, with a $5,000,000 ap- 
propriation to San Francisco and $1,500,000 
to Los Angeles for expositions. 

Mine equipment and maintenance supplies 
and current load are still furnishing excel- 
lent business, the recent outstanding order 
covering a $50,000 electrical gold dredge 
installation in the Tuolumne area. Rural 
electrification jobs are particularly brisk, 
with 2000 miles of lines planned in north- 
eastern California and an additional 440 
miles farther north, the latter centering 
around a Diesel plant in Alturas. Part of 
the entire plan known as the Surprise Valley 
has already been awarded to a Portland 
contractor for $384,000. Other R.E.A. 
awards cover 109 miles of distributing lines 
in southern Washington for $100,000 to serve 
an estimated 573 customers; 103 miles of 
line near Sandpoint, Idaho, for which $93,- 
103 has been bid for the copper wire, and 
a $94,828 bid covering 125 miles of line for 
irrigation district in Pinal and Gila coun- 
ties, Ariz. The mountain area is particularly 
interested in bidding on 110 miles of pri- 
mary line in the Freedom Valley area, Wy- 
oming. Retail electrical business, particu- 
larly in such table appliances as cookers, 
mixers and new style of irons, replacing 
early types, is especially good, with a 
marked improvement since midyear. 


NEW ENGLAND 


Orders placed for central station supplies. 
including transformer, switch and control 
apparatus, in this district during the past 
week amounted to well over $100,000. Small 
motor buying continues at a steady pace 
and fractionals are in fair demand because 
of the strong tone in the machine tool trade. 
Negotiations being received for industrial 
equipment, according to one representative 
of a nationally known manufacturer, indi- 
cate a resumption of buying comparable to 
the trend of business during the early 
months of this year. 

Electric are welder sales are encouraging 
and to date are double in volume for one 
manufacturer represented in this district. 
Negotiations for electric furnaces are pro- 
gressing. Recently a 24kw. heat-treating 
furnace was purchased by a central Mas- 
sachusetts tool manufacturer. Last week the 
New England Electric Supply Company re- 
ceived a contract amounting to about $8,000 
for lead-covered cable. Recent sales of air- 
conditioning supples included 150 hp. in 
motors for ventilation and air control in a 
new office building in Boston. 

Merchandising is quieter in eastern Mas- 
sachusetts due to the usual seasonal let- 
down, but one district manager forecasts 


encouraging business for the coming fall in 
view of the stable industrial conditions in 
this district. 

New construction is moving ahead. Nearly 
$60,000 will be expended in_ institutional 
steam plant additions and changes, more 
than $1,132,000 will be spent on the con- 
struction of new hospitals and similar insti- 
tutions in this district and $154,000 will be 
spent on a new Rhode Island hangar and 
airport. 


NEW YORK 


Prospects that business after the Labor 
Day holiday will show greater activity ap- 
peared brighter this week as interest was 
revived in many lines. A checkup reveals 
that many consumers did a lot of forward 
buying during the spring in anticipation of 
further price increases. Opinion prevails 
that a resumption of buying will show it- 
self in large volume in the near future. 

The building .industry still gives a disap- 
pointing picture of conditions in some re- 
spects. Builders are showing great reluc- 
tance in paying high prices for labor and 
materials. When adjustments are made, it 
is said, building will again spurt upward. 

The electric utilities are making inquiries 
concerning new generating plants and dis- 
tribution lines. Manufacturers are well 
pleased with conditions and report great 
activity. The upward trend in revenue from 
sales of electricity has given the utilities a 
more hopeful outlook. 

Niagara Hudson is planning a new $8,- 
000.000 steam station and is expected to 
announce plans for another station in the 
near future. Rural electrification work con- 
tinues to go forward. Appliance sales in all 
lines are holding up well. 


CHICAGO 


Seasonal trends prevailed last week as re 
cessions were recorded in virtually every 
field. In contrast to the general movement 
of business activity in this district, steel op- 
eration expanded and electrical energy out- 
put held at the record level. In most cases, 
however, activity remained at a level sub- 
stantially above a year ago. Some appre- 
hension is being felt over the unsettled com- 
modity price structure, which is undoubtedly 
exerting a restrictive effect on business ac: 
tivity and will continue to do so until stabil- 
ization is reached. Nevertheless, on the 
basis of an estimated large farm income, it 
appears likely that rural areas will con- 
tribute handsomely to fall trade in many 
lines. So, in spite of several questionable 
elements, the belief in profitable fall busi- 
ness still prevails. 

Utilities serving this area reported in- 
creases in net earnings last month of from 
9 to 20 per cent over those of a year ago. 
Electrical wholesale sales declined 2 per 
cent from the previous month, but were 31 
per cent higher than the same period last 
year. Not much change occurred in orders 
booked by manufacturers, but the volume is 
holding up well over last year. 
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Stocks Move Downward; Bonds Ease Off 
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Light and power stocks lost some ground during the past week. 
index, 33.0; last week, 33.4; corresponding week last year, 38.9. 
“Electrical World” index, 103.3; July, 103.8; August, 
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“Electrical World” 
Bonds moved within 


1936, 106.1 


Ohio Public Service 


Securities Are Sold 


Public offering of $28,900,000 of 
Ohio Public Service Confpany first 4 
per cent bonds, due 1962, were offered 
at 1023 last week by a group headed 
by Halsey, Stuart & Company, Inc. 

Halsey, Stuart alone offered simul- 
taneously a $1,600,000 issue of the 
company’s serial notes, due 1938 to 
1947, and Otis & Company, Inc., of- 
fered 16,000 shares of 54 per cent 
first preferred stock, $100 par, at 
$92.50 a share. 

Net proceeds from the sale of the 
bonds and notes and certain preferred 
stock will be used to redeem all of the 
company’s outstanding bonds, for 
plant expansion and improvements 
and for additions to working capital. 
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-aneereeciniennnnnetD 


The common stock of the company 
is owned of record or beneficially by 
Cities Service Power & Light, subsidi- 
ary of Cities Service Company. 


Middle West Stock Deal 


Authorized by Commission 


SEC has approved an application 
by the Middle West Corporation for 
permission to acquire 41,030 shares 
of no-par common stock and $54,600 
of first-mortgage 5 per cent bonds 
due on August 1, 1960, of the Mis- 
souri Public Service Corporation and 
of $33,000 of first-mortgage twenty- 
year 5 per cent bonds, series A, due 
on April 1, 1947, of the Michigan 
Public Service Company. 

The commission called attention to 
the fact that both companies already 
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are a part of Middle West’s system 
and that their acquisition would not 
bring any new public utility within 
the system. 

° 


Utah Power Pays Arrears 


Utah Power & Light Company has 
declared a dividend of $1.16% on the 
$7 preferred and $1 on the $6 pre. 
ferred, both payable October 1 to 
stock of record September 1. On July 
1 the company paid 874 cents on the 
$7 preferred and 75 cents on the $6 
preferred, both in arrears. 


Rochester Utility Offering 


Public offering of $3,000,000 gen. 
eral mortgage 3} per cent bonds due 
1967 of the Rochester Gas & Electric 
Corporation was made this week at 
102% and interest by a banking group. 
The offering represented new finance: 
ing by the company to continue the 
financing of a general construction 
and improvement program, including 
an extended program of rural elec: 
trification. 

° 


Bonneville Bill Signed 


President Roosevelt has signed the 
bill to authorize completion and main- 
tenance of the Bonneville project. 


Idaho Power Plans Issue 


Idaho Power Company has applied 
to the Federal Power Commission for 
approval of an issue of $18,000,000 of 
3% per cent first mortgage bonds due 
1967. Of the proceeds, $15,475,000 
will be used to retire outstanding ob- 
ligations and the balance for addi 
tional working capital. 





Earnings Reports (Utilities) 





Net Income 


1937 1936 
*American Pwr. & er 
Lt. and subs... . . $11,435,520 $9,599.19 
*Carolina Pwr. & Lt. 1,263,576 506,289 


*Commonwealth & 


South. and subs. 6,663,562 —1,963,99! 
*Dallas Power & Lt. 1,032,513 878,791 
*Houston Ltg. & , 

Pwr. ........... 2,289,895  2.043,149 
7Kansas City Pwr. 55 498t 
Lt. mee 4,637,497¢ 4,182,420! 
*Kansas Gas & Elec. 803,431 586,059 


fLouisville’ Gas & 

PO «¢.vanase en 
*Nebraska Power... 
*Tenn. Pub. Serv. 
*Texas Pwr. & Lt... 
* Twelve months ended July 31. 

+ Twelve months ended June 30 

t Before all dividends. || Deficit 
ite 


: 1,690,799 
"310,821 1,503,996 
1,310,821 05.3 


1,176,787 1,269,019 
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EQUIPMENT 


Ditectric Enamet—Special dielectric 
properties are attributed to a new black 
enamel by its maker, Maas & Waldstein 
Company, Newark, N. J., who claim the 
substance is especially suitable for finishing 
electrical apparatus. Applied by spraying, 
it dries to a rubber finish that is tough, 
durable and has high resistance. 


REVERSIBLE SHADED PoLe Motors—Alli- 
ance Manufacturing Company,  Aliiance, 
Ohio, has recently made available a new, 
light-duty, shaded-pole reversible motur 
designated as type MR. Direction of rota- 
tion of this motor is easily controlled with a 
double-pole double-throw switch. Dimensions 
are 2 x 3-7/16 x 2-1/16 in. over standard 
shaft extension. 


TEMPERATURE Controt—Automatic elec- 
tric clock control of lowered night tempera- 
ture is simple with the two new Tem-Clocks 
announced by the Penn Electric Switch 
Company, Goshen, Ind., for use with its 
heat-anticipating room thermostat. Type 
772 performs any one of three functions 
automatically: (1) Lowers temperature at 
night and restores it to day level; (2) main- 
tains continuous day level, or (3) maintains 
continuous night level. Type 774 performs 
the added function of operating a timed in- 
terval hold-fire switching mechanism which 
may be set for one to fifteen-minutes firing 
periods every 30, 60 or 90 minutes. 


Wire StrippER—A high-speed motorized 
wire stripper designed for handling short 
strips of about 44 in. on single and multiple- 
conductor rubber-covered wire is newly avail- 
able from the Wire Stripper Company, East 
Cleveland, Ohio. Operation is continuous, 
2000 operations per hour being possible on 
some types of wire. The device is designated 
as the Speedcraft continuous operation 
stripper. 


Mutt1-BrEAKER—Smaller and more com- 
pact than units in the existing line of multi- 
breaker load centers is a new type M unit 
anounced by the Square D Company, De- 
tit, that is available in two- and three-wire 
wlid neutral with either grounded or in- 
‘lated neutrals for 115, 115/230 volts a.c. 
in 15, 20, 25, 35 and 50-amp. capacities. 
Box size is 914 x 5 x 3 in., flush or surface 
mounting. 


Home VentTILaToR—Gar Wood Industries, 
ttroit, has recently marketed a new home 
‘entilator for attic installation consisting of 
‘fan and motor in a metal case arranged for 
pring suspension from ceiling or rafters. 
“Canvas boot connects the fan housing with 
the outlet. An automatic outlet shutter is 
provided which opens and closes when the 
‘an starts and stops. No special wiring is 
‘quired. The unit can be connected to any 
Convenient outlet. 


_Conpurr Firtincs—Five points of superior- 
i are claimed for its new thin wall conduit 
cunectors and couplings by the Kwikon 
“mpany, Rock Island, Ill. The claim is 


made that (1) only a screwdriver is needed 
to install the fittings, (2) fittings can there- 
fore be installed faster, (3) they can’t pull 
out once installed, (4) a rigid conduit sys- 
tem results that has no sags in it and (5) 
vibration won’t loosen the fittings. 


SmaLt Motor—High starting torque and 


quietness are said to be combined in a new 


two-pole, 15-watt, J10-volt, 60-cycle  a.c. 
motor newly announced by the Russell Elec- 
tric Company, Chicago. These motors are 
said to be suitable for small electric fan-type 
heaters and applicaticns where it is desir- 
able to move a moderate volume of air 
against low static pressures. The motor is 
shown here with a 5%4-in. fan. 


ProtectivE CLorHinc—Garments that pro- 
tect the arc welder from heat, sparks and the 
effects of ultra-violet light are now available 
from the Davis Emergency Equipment Com- 
pany, Inc., New York City. The new line 
includes helmets, hand _ shields, sleeves, 
aprons, coats, pants, leggings, spats and 
gloves. A similar line is available for acety- 
lene welders. These garments are available 
in three materials—fireproof duck, asbestos 
and chrome leather. 





Conduit Fittings 





Wire 
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Room Coo.Lers—Portable air-conditioning 
units powered with heavy-duty compressors 
are now produced by the Norge Division, 
Borg-Warner Corporation, Detroit, for use 
in offices and homes where a central air- 
conditioning system is not available. Units 
deliver 200 cu.ft. of cooled, dehumidified and 
properly cleansed air per minute. Standard 
units are equipped with '4-hp. heavy-duty 
repulsion-induction motor. Cooling capacity 
is Vy, ton. 


InverTERS—More than 32 different types 
of d.c.-a.c. inverters having d.c. input voltages 
ranging from 6 to 220 volts and a.c. outputs 
of 110-220 volts at various capacities are 
newly available from the American Tele- 
vision & Radio Company, St. Paul, Minn. 


TECHNICAL BULLETINS 


Power Controt—Automatic control of 
power, with special reference to power sta- 
tion synchronizing, inter-system connections 
and substation control, is the subject of a re- 
cent bulletin of the General Control Cor- 
poration, 1 North La Salle Street, Chicago. 
For power station use, the control system is 
designed to enable the system load dis- 
patcher to regulate the operation and Joad- 
ing of the connected plant. In inter-system 
connection service means can be included for 
remote indication of direction and magnitude 
of energy flow. 


Wave Strupy—“Uncommon Oscillograms 
of Common Electrical Circuits,’ by G. V. 
Mueller. Bulletin No. 56 of the Engineering 
Experiment Station, Purdue University, 
Lafayette, Ind. Price, 25 cents. Takes up 
the effect of tuned circuits in increasing the 
harmonics in a current wave, currents drawn 
by condensers and inductances from non- 
sinusoidal voltages, non-sinusoidal relations 
in parallel circuits and changes in wave 
form produced by instruments in circuits. 





Inverter 


Home Ventilator 
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Transfers Elevator Plant 


Westinghouse Electric & Manufac- 
turing Company has transferred to 
Westinghouse Electric Elevator Com- 
pany the plant of the A.B. See Eleva- 
tor Company in Jersey City. Westing- 
house recently gained control of the 
A.B. See concern through an exchange 


of stock. 
. 


3,000 More Lighting Visitors 


Nearly five thousand more visitors 
came to the Chicago Lighting Insti- 
tute during May, June and July, 1937, 
than during the similar period in 
1936. Some 13,093 visitors were re- 
ceived in the three months’ period 
this year, as against 8,286 in the 1936 
period. 


EHFA Closes New Contracts 


Electric Home and Farm Authority 
has announced that contracts have 
been closed with the Walton Electrical 
Association, Monroe, Ga., and the 
City Water & Light Department, Hast- 
ings, Neb. 

» 


Refrigerator Sales Higher 


Latest tabulations indicate the sale 
of 5,081 electric refrigerators in the 
Greater Cleveland area during the 
month of June, an all-time high, ac- 
cording to the Electrical League of 
Cleveland. Total sales for the first six 
months of 1937 amounted to about 
25,000, an increase of about 21 per 
cent over the same period of 1936. 


Provincetown Company Sold 


(Mass.) Light & 
Power Company, serving Province- 
town and Truro, has been sold to the 
New England Gas & Electric Associa- 
tion. It had been operated by the 
Northeastern Water & Electric Cor- 
poration, New York. 


Provincetown 


Plans Transmission Line 


Illinois-lowa Power Company has 
been authorized by the Illinois Com- 
merce Commission to secure by con- 
demnation the right-of-way necessary 
to construct a 21-mile, 66,000-volt 
electric transmission line in St. Clair 
County. Line is expected to be in 
service in six months. 
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OPPORTUNITIES 


Kramer, Cair.—Nevada-California Elec- 
tric Corporation, Riverside, Calif., plans ex- 
tensions in 33,000-volt transmission line in 
vicinity of Kramer, totaling about 10 miles. 
Also will build two new power substations 
in same district, with transformer installa- 
tions for 33,000/4,000-volt service, primarily 
for industrial plants in that area. 

Waconia, Minn.—Carver County Co-op- 
erative Electric Association, Waconia, has 
plans maturing for primary and secondary 
lines for rural electrification in parts of 
Carver, Sibley and Hennepin Counties, to- 
taling about 145 miles, with outdoor power 
substation and service facilities. Fund of 
$100,000 is being arranged for initial sec- 
tion of approximately 100 miles. Entire 
project will cost close to $150,000. Banister 
Engineering Company, 556 Prior Avenue, St. 
Paul, Minn., is consulting engineer. 

Detroit, Micu.—Chrysler Corporation, 
341 Massachusetts Avenue, plans _ installa- 
tion of motors and controls, regulators, 
transformers and _ accessories, conveyors, 
electric hoists and other equipment in new 
multi-unit plant for production of small 
motor trucks on Mound Road, near Detroit 
city limits. Cost close to $700,000. Albert 
Kahn, Inc., New Center Building, is archi- 
tect and engineer. 


Bossier City, La.—Has surveys under 
way for new municipal electric power plant. 
Cost estimated close to $200,000. Financing 
will be arranged at early date. 


Crete, Nes.—Norris Rural Public Power 
District, Crete, has plans maturing for pri- 
mary and secondary lines for rural electrifi- 
cation in parts of Saline and Jefferson 
Counties, totaling about 295 miles, with out- 
door power substation and service facilities. 
Entire project will cost about $320,000. An 
initial appropriation of $150,000 has been 
secured through federal aid for construc- 
tion of about 150 miles of system. Power 
supply will be obtained from municipal 
power stations at Crete and Fairbury, Neb. 

Beecnh Bottom, W. Va.—Ohio Power 
Company, Newark, Ohio, has approved plans 
for new additions to steam-electric generat- 
ing station at Beech Bottom, and will begin 
immediate construction of extension in steam 
division, new auxiliary switching station 
and transformer structure. This is part of 
a general expansion and improvement pro- 
gram authorized by company, with total ex- 
penditure of about $3,000,000. 


Stockton, CAtir. — Sierra Mountains 
Water Company, Stockton, is considering 
new hydro-electric generating plant on 
Consumnes River, a tributary of Mokelumne 
River, Amador County, where power site 
has been selected, to be equipped for initial 
capacity of about 13,800 hp. A transmission 
line will be built. Application for permission 
has been made. 


Los ANGELEs, Catir.—Armstrong Cork 
Company, Lancaster, Pa., plans installation 
of motors and controls, conveyors, trans- 
formers and accessories, and other equip- 
ment in new multi-unit linoleum and cork 
products insulating material plant at South 
Gate, Los Angeles, where tract of about 


26 acres of land has been acquired. A 
power house will be built. Entire project 
will cost close to $1,000,000. Proposed to 
begin work soon. 

PurBLo, CoLo.—Southern Colorado Power 
Company, Pueblo, has completed surveys 
and authorized immediate construction of 
new 66,000-volt transmission line from 
Pueblo to Fowler, Manzanola, Rocky Ford, 
La Junta, Ordway and vicinity, including 
power substation facilities at different dis 
tributing points noted. Cost estimated about 
$225,000. 

Ortaxnno, Fra. — Receives bids until 
October 4 for extensions in municipal elec. 
tric power plant, including 10,000-kw. turbo 
generator unit with auxiliary equipment, 
1,500-hp. high-pressure boiler unit and com- 
plete accessory apparatus. Entire project 
will cost close to $650,000. Robert & Com. 
pany, Inc., Bona Allen Building, Atlanta, 
Ga., is consulting engineer. M. W. Brown 
is general manager of Orlando Utilities 
Commission. in charge. 

Durnam, N. C.—Duke Power Company, 
Charlotte, N. C.. plans new power substa 
tion at mill of Erwin Cotton Mills Com. 
pany, Durham, in connection with central 
station service for mill operations. 

DanvitteE, Ky.—Inter-County Rural Elee- 
trification Corporation, Danville, has plans 
maturing for primary and secondary lines for 
rural electrification in parts of Marion, Lin 
coln, Boyle, Mercer, Washington and neigh 
boring counties, totaling about 400 miles, 
with outdoor power substations and _ service 
facilities. Cost about $380,000. Work will 
begin soon on initial section of about 10 
miles, for which fund of $100.000 has been 
secured through federal aid. Ray W. Chana 
berry, Realty Building, Louisville, Ky. i 
consulting engineer. Contract is being made 
with Kentucky Utilities Company for power 
supply. 

Ipacrove. Towa — Towa Public Serviee 
Company, Sioux City, Iowa, plans exter 
sions and improvements in steam-electne 
power plant at Idagrove, including instak 
lation of new  engine-generator set 
auxiliary equipment. } 

Auton, Itt. — United States Engineet 
Office, Custom House, St. Louis, Mo. 1 
ceives bids (no closing date stated) ft 
construction and installation of power, cor 
trol and lighting system at Lock and Dat 
No. 26, Mississippi River, near Alton, 
cluding lock lighting system transformett 
and regulators, switchboards, remote con 
switch cabinet, wiring of miter gate @ 
tainter valve operating machines, incoming 
feeder line, lock grounding system, 
power feeders and connections, dam condul 
systems, dam lighting system transformen 
and automatic selector switch, lock lighting 
system, navigation lighting system, dam oF 
erating house lighting system, portable light 
ing units, signal system, gasoline-electit® 
standby power unit, electric tow-ha 
unit, hand-operated travelling bridge ¢ 
central control station lighting 
feeders and automatic emergency light 
system, pumping machinery and compe 
auxiliary equipment (Circular 25). 
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